DETROIT METROPOLITAN AIRPORT P28019 
Detroit, Michigan 
American Airlines DC-7 and DC-6 sit on the ramp 
in front of the new Detroit Metropolitan Airport 
Terminal, first Jet Age terminal in the mid-west. 
American Airlines Photo 
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